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W»SCELLANEOUS. 

According to fadiitjf seconds, February 1 1, 2016, personriel was unable to properly intubate a t day old piglet {# 

3051 )- The enimal su^l^tined injgriei end gllimatety ^gpcumbed. The animer s condHipn was assessed end measures 
were taken lo relieve any pam and'Or distress. 

As per 2.33 (IJi, handlirig ol all aninrtala shell be done sa axpedillDusly sind earelully as passible In a manner Ihet 
does not cause trauma, behavioral stress, physical harm, or unnecessary discomfort, 

The research lacilily aded to address this itam by oonductinig a Iher^o^h revtaw and lurlhar imptemenling appropriate 
corrodive aclions to pne'vent any (uture inodenls. There have not been any additional incidents since the corrective 
actions were implemented- 

Inspection was conducted at both the Center City Campus and Oueens Lane Campus. 

Inspection was conducted on March U-Marcb 15, 2016. 


An exil interview was conducted with Dr. Ashley McIntosh {VMO) and facility representative on March 1 5. 2016. 


An electronic and hard copy of the report was sobmilted to facility representatives on March 18. 2016. 
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